Notice No.2 


Rules and Regulations for the 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior 
Notices. Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: November 2021 


Amendments to Effective date I ASSIMO ImplementaHen 


(if applicable) 
Corrigendum N/A 


Part A-1, Section 6 


Lloyd's 
Register 


Part A-1 
6 Fuel Containment System 


6.4 Regulations for liquefied gas fuel containment 
6.4.15.3.2 Shell thickness 


LR 6.4-46 The thickness of pressure parts subject to internal pressure is to be in accordance with Pt 5, Ch 11 of the Rules for Ships 
except that: 


(c) the censtantthickness increment(0,754mm)} corrosion allowance (c) included in the formulae in Pt 5, Ch 11,2 of the Rules for 


Ships may require to be increased in accordance with 6.4.1.7. 
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